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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 STATE 143933 
ORIGIN EB-08 

INFO OCT-01 EUR- 12 10-13 ISO-00 TRSE-00 AID-05 CEA-01 
CIAE-00 COME-00 EA-10 FRB-03 INR-10 NEA-11 
NSAE-00 ICA-11 OPIC-03 SP-02 LAB-04 SIL-01 
AGRE-00 OMB-01 SS-15 /lllR 

DRAFTED BY EB/OT/STA:C H BLUMiCMS 
APPROVED BY EB/OT/STA:T F O'HERRON 
TREASURY - D EISS 
EUR/CAN - J MONROE (INFO) 

098188 071704Z/46 

PR071641ZJUN78 
FM SECSTATE WASHDC 
TO AMEMBASSY OTTAWA PRIORITY 
INFO USMISSION GENEVA 
AMEMBASSY PARIS 


LIMITED OFFICIAL USE STATE 143933 

E.O. 11652:N/A 
TAGS: ETRD, CA 

SUBJECT:COUNTERV AILING DUTY INVESTIGATION-OPTIC LIQUID 
LEVEL SENSING SYSTEMS FROM CANADA 

REF: A) STATE 141392, B) STATE 135552 

1 . TREASURY WILL ISSUE PRESS RELEASE JUNE 9 AND WILL PUB- 
LISH FEDERAL REGISTER NOTICE JUNE 12. REE B MAY BE 
DECONTROLLED AND USED IN RESPONDING TO INQUIRIES AS OE 
JUNE 9. 

2. DECONTROL THIS MESSAGE FOLLOWING JUNE 9. VANCE 

LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, REMOTE SENSING, INVESTIGATIONS, COUNTERVAILING DUTIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 07 jun 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 43933 

Document Source: CORE 

Document Unique ID: 00 

Drafter: C H BLUM:CMS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780238-0160 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780685/aaaacvgg.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 5eddcc8f-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN EB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 141392, 78 STATE 135552 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 05 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2451509 
Secure: OPEN 
Status: NATIVE 

Subject: COUNTERVAILING DUTY INVESTIGATION-OPTIC LIQUID LEVEL SENSING SYSTEMS FROM CANADA 
TAGS: ETRD, CA 
To: OTTAWA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/5eddcc8f-c288-dd1 1 -92da-001 cc4696bcc 
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